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! 8 MAR 1963 


MEMORANDUM FOR: Director of Personnel 


SUBJECT : Use of R & S Building for Recreational Needs 

REFERENCE : Note dtd 1 Mar 63 to A- DD/S fr D/Rers, same 

subject 


1. There are, at the moment, a number of plans In various stages of 
development which, if consummated, will require use of all space In the 

R & S building to accommodate relocated Agency elements. 

2. lam therefore unable to approve your request for the use of the 
R & S building auditorium for recreational purposes. If w® should ev«r 
get our space situation settled in a manner which will permit the use of 
the auditorium for recreational purposes, I will reconsider your request 
at that time. 


/V 

H. Gate* Idoyd 
Acting Deputy Director 
(Support) 



O & 1 - Adse 

1 - DD/S Chrono 

DD/S Subject w/DD/S 63-0907 and covering sheets fr D/Pers (ref), 
A-C/LSD, and A-D/Log. 

DD/S 63-0907 - Memo dtd 26 Feb 63 to D/Pers fr A-C/BSD, subj: Space for 
Recreational Activities. 
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v ROUTING AND RECORD SHEET 

SUBJECT: (Optional) 

FROM: 

Acting Director of Logistics 

NO 

DATE 

t A MAR 1161 

TO: (Officer designation, room number, and 
building} 

DATE 

OFFICERS 

INITIALS 

COMMENTS (Number each comment t> show from whc n 
to whom. Draw a line across column jfter each common".) 

RECEIVED 

FORWARDED 

i. 

Acting Detouty Director (Suppo 




cw 

Hie auditorium in the R&S 
Building is currently under activ t 
consideration as replacement span ; 
for the facility 

2. 




3. 




It may also he of extreme interes , 
to OTR when they final ] j decide 
which of their activities are to 
he moved out of the Headquarters 
building, (therefore, 3 recommend 
that no decision he mafe on the 

R&S auditorium at this time. Use 
as a recreational facility would 
certainly he the best utilization 
of this space but because of our 
overall shortage, we probably hav ? 
to take care of businet s needs 

4. 




5. 




6. 




7. 




first. 


8. 




9. 





10. 
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12. 




13. 




14. 




15. 
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ROUTING AND RECORD SHEET 


SUBJECT: (Optional) 


FROM: 


Acting Chief, LSD 


EXTENSION 


T3o8 


NO. 


11 March 1963 


TO: (Officer designation, room number, and 
building) 


A- Acting Director 
of Logistics 


/ 



6. 




~7. ' 



8 . 


9 . 


10 . 


11 . 


12 . 


13 . 


14 . 


15 . 


DATE 


RECEIVED 


/lMa.63 


FORWARDED 


OFFICERS 

INITIALS 


COMMENTS (Number each comment o show from wb-jm 
to whom. Draw a line across column after each comma t.) 



1. It is feasible to modify the 
Auditorium, in the R&S building to 
satisfy recreational needs of 
Agency employees . Of lore import - 
ance at this time, however, is tb ; 
fact that the Technical Services 
Division has requested 16,000 
additional square feet of space 
into which to expand aid relocate. 
At this time it is seriously 
considering requesting all vacant 
space in the R&S Build: ng includi ig 
the Auditorium. It is recommends I 
that consideration of modifying 
it for gymnasium purposes be 
suspended until final decision is 
given on its use for other 
purposes . 


ot. 3-/3 
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ROUTING AND RECORD SHEET 

SUBJECT: i (Optional) 


□ SECRiT 

=q 


lAc'fcing Deputy Director (Suppo: 
7D18 HQ 


PROM: 


Director of Per sonnel 
5E56 HQ ; 


TO: (Officer designation, room number, and 
building) 


H) 


2 . 


3 . 


c? zAg - a 


4 . 







10 . 


11 . 


12 . 


13, 


Director of Logistics 
1C-50 Qtrs. 1 


u. 


15 . 
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NO 


1 March 1963 


COMMENTS (Number each comment to show from w om 
to whom. Draw a !ine across columr after each comm fit.) 


We believe that t 
degree of our recreati 
warrants discussion an 
decision regarding the 
/{which the Agency can m 
support of such activi 
would be glad to discu 
you or with the Execut 
at any convenient time 
meantime, however, the 
would permit us to pro 
facility for a number 
projected activities w 
sarily going into a pr 
might require more sup; 
and manpower-wise, tha 
is prepared to offer 0 
going into other means 
non-appropriated funds 
our recreational activ 
the R&S space is avail 
would like to register 
it at least pending po 
on the scope of our fu 


he scope ai d 
•n program 
I policy 
commitment 
:ike in its 
ties. I 
is this wit h 
Ive Commit.; ee 
. In the 
R&S facility 
tide a central! 
if current and 
Ithout necc s- 
igram which 
; )ort, money - 
i the Agency 
r without 
of earning 
to support, 
itie s . If 
i,ble , we 
our bid f< r 
licy decision 
■ure program. 


BTAT 


: Emmett D. Equols 

I S MAR 196c 

/ A 1 3 - 

For your comment as 0 feasibility 

. . 
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MEMORANDUM FOR 


Director of Personnel 



SUBJECT 


Space for Recreational Activities 


STAT 


1. On previous occasions, we have discussed with you certain 
problems which are impeding the conduct and improvement of our re- 
creation program. This memorandum submits a partial solution to 
one of these problems - space. 


2. We hav e learned that the R & S auditorium is not in use. In 
discussing with] the availability of this auditorium 

for recreation purposes we were pleased to receive his encouragement. 
He warned, however, that other components have expressed an interest 
in acquiring this space and that it would be necessary to obtain an im- 
mediate decision for allocation of this auditorium to our recreation 
program needs. 


3. We feel quite strongly that the R & S auditorium can be made a 
useful and important part of our current recreation program. In addition, 
it would allow us to plan for even more improvement and variety: 


a. As an auditorium, it is more adaptable than the Head- 
quarters auditorium for use by a drama club. It could be 
used for rehearsals and for the actual staging of plays. 


b. It could be used as well for various other club activities, 
e. g. , Glee Club. 


c. This space is quite adaptable for use as a gymnasium. 
Initially it could be used for those activities which do not 
require installation of equipment, such as physical fitness 
classes, fencing club, modern and ballroom dancing in- 
struction, golf and tennis club instruction, etc. The space 
is large enough for square dances. Equally as important, 
this space is large enough and of such dimensions that with 
the installation of special equipment, it could be used fox' 
basketball, badminton, and shuffleboard, as well as for a 
rifle and pistol range. A diagram illustrating these possi- 
bilities is attached. . ■ ; j 


• OL 3 137b 
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4. We recognize that obtaining funds for the installation of 
special equipment is a separate and more delicate question that 
should be deferred. Our present hope is that a decision can be 
obtained immediately for use of the R & S auditorium for our 
current program. 


STAT 

Acting Chief, Benefits and Services Division 

Attachment 
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